Taizhou Gaogong Electric Appliance Co., Ltd. 



Founded in 19 ^ 8 , Taizhou Gaogong Electric Appliance Co., Ltd. is a new 
research-based company of R.&D, manufacturing, sales and service, located 
in Taizhou road and bridge area in Zhejiang Province where the private 
enterprises are concentrated. 


L-CZR Centrifuagal Blowe 



L-CZR Series is centrifugal air blower with the Capacitor-start motor 
or shaded pole motor. The product features rich wind, power saving, 
















low noise, cheap price. The customer has accepted this type of blower 
in their daily life.lfs widely use for combustion-supporting such as in 
homeSj restrantSj small-size boilers,BBQ,etc. 




Feature 

l-.High pressure, Low noise, high efficiency &c energy saving 
Z. Double voltage motor, 1-00% copper wire 

3 . ADC aluminum alloy material, make light weight design 

4 . Special design impellers, make high pressure, large airflow, low 
noise and long life service. 

5. Ciood looking surface 

6 . Special damper to adjust air flow, make sure the airflow stable 
performance, easy to handle. 
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Contact us 

Add: Shuangxi Industrial Zone } Jinqing Town, Luqiao District , 
Taizhou > Zhejiang 

Tel: 0026-S76-8Z8<1S8<?2/0086>-l-3S860<S><?38S 
Fax: 057(b-2Z707357 

E-mail: Export@chinablo\A/erfan.cn/l-<o4-3S701-<b<l@qq.com 



